To:  Weigel,  Greg[Weigel. Greg@epa.gov];  Ruhl,  Christopher[Ruhl. Christopher@epa.gov];  Guy, 

Kerry[Guy. Kerry@epa.gov] 

Cc:  Guria,  PeterfGuria. Peter@epa.gov] 

From:  Grantham,  Nancy 

Sent:  Mon  8/31/2015  2:48:00  PM 

Subject:  RE:  EPA  Gold  King  Mine  Incident  Media  Plan  083015  v3edits.docx  — use  this  one  — previous 

version  was  red  line  strike  out ..  sorry  and  thanks  ng 


Thanks  ..  ng 


From:  Weigel,  Greg 

Sent:  Monday,  August  31,  2015  10:46  AM 
To:  Ruhl,  Christopher;  Guy,  Kerry 
Cc:  Grantham,  Nancy;  Guria,  Peter 

Subject:  RE:  EPA  Gold  King  Mine  Incident  Media  Plan  083015  v3edits.docx  --  use  this  one  — 
previous  version  was  red  line  strike  out ..  sorry  and  thanks  ng 


Spoke  with  Steve  Way  regarding  the  suggestion.  He  wants  to  consider  it  and  we’ll  discuss 
further  later  today. 


Greg  Weigel 

Federal  On-Scene  Coordinator 
EPA  Region  10,  Emergency  Response  Unit 
950  W.  Bannock  Street,  Boise,  ID  83702 
208-378-5773  office 
208-867-3710  cell 


From:  Ruhl,  Christopher 
Sent:  Sunday,  August  30,  2015  4:49  PM 
To:  Weigel,  Greg;  Guy,  Kerry 
Cc:  Grantham,  Nancy;  Guria,  Peter 

Subject:  Fwd:  EPA  Gold  King  Mine  Incident  Media  Plan  083015  v3edits.docx  — use  this  one  — 
previous  version  was  red  line  strike  out ..  sorry  and  thanks  ng 
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Please  see  the  following  suggestion  from  PIO.  I think  we  discussed  this  yesterday.  I agree  with 
the  recommendation  to  provide  an  additional  layer  of  security  to  prevent  visitors  access  to  our 
command  post,  and  impact  ongoing  site  work.  What  are  your  thoughts? 

Sent  from  my  iPhone 

Begin  forwarded  message: 

From:  "Grantham,  Nancy"  <Gran tham .Nancy @epa . gov> 

Date:  August  30,  2015  at  3:55:02  PM  MDT 

To:  "Ruhl,  Christopher"  <Ruhl.Christopher@epa.gov>.  "Guria,  Peter" 

<Guri  a.  Peter@.epa.  gov> 

Cc:  "Grantham,  Nancy"  <Grantham.Nancy@epa.gov> 

Subject:  FW:  EPA  Gold  King  Mine  Incident  Media  Plan  083015  v3edits.docx  --  use 
this  one  --  previous  version  was  red  line  strike  out ..  sorry  and  thanks  ng 

We  are  recommending  an  additional  security  point  in  advance  of  the  EPA  command  post  at 
the  site.  Is  there  a process  to  put  this  in  place?  Thanks  ng 


From:  Grantham,  Nancy 

Sent:  Sunday,  August  30,  2015  5:53  PM 

To:  erin.g.lambie@uscg.mil:  Grantham,  Nancy;  Harrison,  Melissa;  Gray,  David;  Germann, 
Sandy;  Smith,  Paula;  Carey,  Curtis 

Subject:  EPA  Gold  King  Mine  Incident  Media  Plan  083015  v3edits.docx  — use  this  one  -- 
previous  version  was  red  line  strike  out ..  sorry  and  thanks  ng 
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